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GOVERNMENT OF GOA 


(2 ) they shall comeinto force on the date of their publication 
in the Official Gazette.. 


Department of Weights & Measures 


2. Amendmentof Schedule XII.- For Schedule XII appended 
to the Goa Standards of Weights and Measures (Enforcement) 
Rules, 1987 ,the following Schedule shall be substituted ,namely : 


Office of the Controller of Legal Metrology 


Notification 


" SCHEDULE XII ” 


(See rule 17 (1 ) ] 


6 / 2 /98 - CLM 


Fees payable for verification and stamping of weights , 
measures and weighing and measuring instruments . 


Items: 


( 1 ) Weights 


(a ) Bullion Weights 


Whereas certain draft Amendment Rules were pre -published 
as required by sub - section (4 ) of section 72 of the Standards 
of Weights and Measures ( Enforcement) Act, 1985 (Central 
Act 54 of 1985 ), in the Official Gazette , Extraordinary 
Series I No. 37, dated 10th December, 1998 (Agrahayana 19 , 
1920 ), underNotification No.6 / 2 /98 - CLM dated 27th November 
1998 , of the Department of Legal Metrology , Office of the 
Controller , Legal Metrology (Weights and Measures ), Gov 
ernment of Goa, inviting objections and suggestions from all 
persons likely to be affected thereby within forty five days 
from the date of publication of the said Notification in the 
OfficialGazette ; 


Denomination 


Fees per piece 


Rs. 


And whereas the said Gazette was made available to the 
public on 10-12-1998 ; 


And whereas objections and suggestions received from the 
public on the said draft Amendment Rules have been considered 
by the Government. 


Now , therefore, in exercise of the powers conferred by 
sub - section ( 1) of section 72 of the Standards of Weights 
and Measures (Enforcement) Act, 1985 (Central Act 54 of 
1985 ), and after consultation with the CentralGovernment, the 
Government of Goa hereby makes the following rules, so as 
to further amend the Goa Standards of Weights and Measures 
(Enforcement) Rules , 1987, namely: -- 


20 kg . 
10 kg. 
5 kg. 
2 kg 

1 kg. 
500 g 
200 kg 
100 kg . 
50 kg 
20 kg. 
10 kg . 
5 kg . 
2 kg 

1 kg 
500 mg. 
200 mg 
100 mg 
50 mg 
20 mg. 
10 mg 
5 mg 
2 mg 
1 mg 


20.00 
20.00 
15.00 
15.00 
15.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 


1. Short title and commencement.- ( 1 ) These rules may 
be called the Goa Standards of Weights and Measures 
( Enforcement) (Amendment) Rules, 1999 . 


ISA : 
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(b ) Brass weights (other than Bullion ) 


Denomination 


Fees per piece 


Denomination 


Fees per piece 


Rs . 


Rs . 


1 kg. 
500 g . 
200 g 
100 g . 
50 g 
20 g 


5.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 


2 1 
11 
500 ml 
200 ml 
100 mi 
50 ml 
20 ml 
10 ml 
5 ml 
2 ml 

1 ml 
18.5 ml 


5.00 
5.00 
5.00 
5.00 
5.00 
5.00 
5.00 
3.00 
3.00 
3.00 
3.00 
Omit 


10 g 


2 g . 


1 g . 


( c ) 


Sheet Metal Weights (other 
than Bullion ) 


( 3 ) Length Measures 


(a ) Non - flexible 


2 m 


500 mg. 
200 mg. 
100 mg. 
50 mg. 
20 mg. 
10 mg. 
5 mg. 
2 mg 
I mg. 


3.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 


1 m 


5.00 
5.00 
5.00 


0.5 m 


1 


m 


10.00 


(graduated 
at every cm ) 
(graduated 
at every cm ) 


0.5 m 


( d ) 


Iron and Steel Weights 


10.00 


(b ) 


Fabric /Plastic 


50 kg. 
20 kg. 
10 kg. 
5 kg 
2 kg. 
1 kg. 
500 g 
200 g . 
100 g . 


10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
3.00 
3.00 
3.00 
3.00 


10 m and above : Rs. 6 / - for 
the 1st 10 metres, plus Rs. 
2.- for every additional 5 
metres. 


50 g . 


(e ) 


Carat Weights 


5 m 
3 m 

2 m 
1.5 m 

1 m 
0.5 m 


5.00 
5.00 
5.00 
5.00 
5.00 
5.00 


500 C 
200 c 
100c 
50 C 
20 c 
10 c 


(c ) 


Woven 


50 m 


10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 


Rs. 10 for the 1st 10 metres, plus 
Rs. 5 for every additional metres. 

—do 


50 
2c 

1 с 
50/100 C 
20/100 C 
10/100 c 
5/100 c 
2/100 C 

1/100 C 
0.5 / 100 c 


30 m 
20 m 
15 m 
10 m 
5 m 
2 m 


---do 

5.00 
5.00 


Steel tapes 


( 2 ) Capacity Measures 

100 1.and above : Rs. 20 for 
the 1st 100 litres , plus Rs. 5 
for every additional 100 litres 
or part thereof subject to 
maximum of 5000 . 


50 m 
30 m 
20 m 
10 m 


5 m 
4 m 


Rs. 10 / - for 1st 10 metres , plus 
Rs. 5 /- for every additional 5 metres. 

do 
do 
5.00 
5.00 
5.00 
5.00 
5.00 
5.00 
5.00 


3 m 


2 m 


50 1 
20 1 
10 
51 


20.00 
10.00 
10.00 
5.00 


1.5 m 


1 m 


0.5 m 


mms : 6 : " 2 
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Denomination 


Fees per piece 


Denomination 


Fees per piece 


Rs. 


Rs. 


( e ) 


Foiding Scales 


(6 ) 


Beam Scales (Classes C and D ) 


1. m 


5:00 
5:00 


0.5 m 


( t) 


Surveying Chain 


30 m 
20. m 


30:00 
30:00 


1000 Kg 
500 kg 
300 kg 
200 kg 
100 Kg 
50 Kg 
20 Kg 
10 kg 
5 Kg 
2 Kg 
1 Kg 


100 : 00 
100.00 
100.00 
50.00 
50.00 
15.00 
15.00 
15.00 
10.00 
10.00 
10.00 
5.00 


Non - Automatic Weighing instrument 
Mechanical (analogue indication ) 
belonging to ordinary and medium 
accuracy class . 


500 g 


and below 


(7 ) Weighing Instrument of High 

accuracy class and Special Accuracy 
both Mechanical and Electronic 


C 


400 t 
300 t 
200 t 
150 [ 
100 t 

80 t 
60 t 
50 t 
40 t 
30 t 


Exceeding 


50 t 


1500.00 


50 


Not exeeding 
But exceeding 


10 t 


1000.00 


500.00 


Not exceeding 
but exceeding 


10 
1t 


25. t 


300.00 


1 1 
50 Kg 


Not exceeding 
but exceeding 
Not exceeding 
but exceeding 


200.00 


50 Kg 
10 Kg 


Not exceeding 


10 Kg 


120.00 


2000.00 
1500.00 
1500.00 
1000.00 
1000.00 
1000.00 
1000.00 
1000.00 
1000.00 
1000.00 
1000.00 
1000.00 
1000.00 
500.00 
250.00 
200.00 
200.00 
150.00 
150.00 
150.00 
100.00 
100.00 
50.00 
50.00 
50.00 
50.00 
50.00 
30.00 
30.00 
20.00 
20.00 
20.00 
20.00 
20.00 
20.00 
10.00 
100.00 


(8 ) 


Automatic Weighing Machines 


Exceeding 


10 t 


1000.00 


10 t 


500.00 


20 t 
15 t 
10 t 
5 t 
3.t 

2 t 
1500 Kg 
1000 Kg 
500 Kg 
300 Kg 
250 Kg 
200 Kg 
150 Kg 
100 Kg 
50 Kg 
30 Kg 
25 Kg 
20 Kg 
15 kg 
10 Kg 
5 Kg 
3 Kg 
2 Kg 

1 kg 
500 g and below 
person Weighing 
Machine excluding 
bathroom scales 


Not exceeding 
But exceeding 


250.00 


Q 


Not exceeding 
but exceeding 


1 t 
50 Kg 


150.00 


Not exceeding 
but exceeding 


50 kg 
10 kg 


Not exceeding 


10 kg 


100.00 


(9 ) Totalizing machine 


( a ) 


Independent machine 


1000.00 


(b ) 


An additional machine 


500.00 


( 10 ) 


Volumetric Measuring Instruments 


(5 ) 


Beam Scales (Classes A and B ) 


( a ) Dispensing pumps, each 

pump 
(b ) Totalizing Counters 


500 :00 


250 :00 


( c ) 


200 kg 
100 Kg 
50 Kg 
20 Kg 
10 Kg 
5 Kg 
2 Kg 
1 Kg 


Other instruments 
exceeding 100 litres 


200.00 
150.00 
120.00 
120.00 
100.00 
80.00 
80.00 
80.00 
50.00 


Rs. 250 for 1st 100 
litres,plus Rs. 150 
for every additional 
100 litres or part 
thereof subject to a 
maximum of Rs. 
5000 


500 g and below 
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Denomination 


Fees per piece 


Denomination 


Fees per piece 


Rs. 


Rs. 


( 21 ) 


200.00 


Not exceeding 100 Litres 
but exceeding 50 litres 


Electronic Weighing Instruments 
Medium and Ordinary accuracy 


150.00 


Not exceeding 50 litres 
but exceeding 20 Litres 


Not exceeding 


20 litres 


100.00 


( 11) 


Flow Metres 
Flow rate upto 
100 litres /min 


1000.00 


Above 100 litres 
but upto 500 litreslinin 


2000.00 


Above 500 litres/min 


5000.00 


( 12 ) 


Linear measuring Instruments 
Taxi, Autorickhaw 

50.00 
meters, other meters Rs. 25 for the 1st 1000m 

or part thereof, plus Rs. 5 

for every additional 100m 
or part thereof subject to a 

maximum of Rs. 150 


400 t 
300 t 
200 i 
150 t 
100 
80 t 
60 t 
50 t 
40 t 
30 t 
.25 
20 i 
15 t 
10 t 
51 
3 

2 t 
1500 kg 
1000 Kg 
500 Kg 
300 kg 
250 Kg 
200 Kg 
150 Kg 
100 Kg 
50 Kg 
30 Kg 
25 Kg 
20 Kg 
15 kg 
10 kg 
5 Kg 
3 Kg 
2 Kg 
2 Kg 
1 Kg 


2000.00 
1500.00 
1500.00 
1000.00 

1000.00 
· 1000.00 
1000.00 
1000.00 
1000.00 
1000.00 
1000.00 

1000.00 
- 1000.00 
- 250.00 
250.00 
200.00 
200.00 
150.00 
150.00 
150.00 
100.00 
100.00 
100.00 
100.00 
100.00 
100.00 
100.00 
100.00 
50.00 
50.00 
50.00 
50.00 
50.00 
50.00 
50.00 
50.00 
50.00 


( 13) 


Clinical 
Thermometer 


2.00 


( 14 ) 


Water Meter 


25.00 


( 15 ) Electricity Meter 


omit 


( 16 ) 


Kitchen Scale 


500 S 


1 kg 
2 kg 
5 kg 
10 kg 


10.00 
10.00 
10.00 
10.00 
10.00 


( 17 ) Tubular balance 


500 g 


and below 


a 


Licence fee : 


1 kg 
5 kg 
10 kg 
20 kg 
50 kg 


10.00 
10.00 
10.00 
10.00 
10.00 


Manufacturer 


Rs. 500.00 


Repairer 


Rs. 100.00 


( 18 ) 


50.00 


Bathroom Scales 
120 kg and above 


Dealer 


Rs. 100.00 


( 19) 


20.00 


Baby- cum - Child 
Weighing Scales 


By order and in the name of the Governor of Goa . 


( 20 ) 


Peg Measure 


K. R. David , Controller , Legal Metrology Weights & 
Measures, and Ex -officio Under Secretary , 


30 ml 
60 mi 
100 m 


20.00 
20.00 
20.00 


Panaji , 8th April, 1999 . 


GOVERNMENT PRINTING PRESS , 

PANAJI - "GOA . 
PRICE – Rs. 2.00 . 
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